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NOTE: THE ONLY AUTHORIZED PEDESTRIAN CROSSING 
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DIAGRAM OF FEDERAL BUILDING # 2 
PARKING PLAN 


COMPOUND PARKING RESERVED FOR 
EXECUTIVES, VIP VISITORS, HANDICAPPED, 
OFFICIAL, VAN POOLS, LARGE CAR POOLS, 
CONTRACTOR AND TRANSIENT, TWO : 
WHEELED VEHICLES, UNUSUAL HOURS, AND 
SHIFT WORKERS. 


ARLINGTON NATIONAL CEMETERY 


LOT 6 
450 CARS 


LOT 5 
103 CARS 


LOT 4 
73 CARS 


LOT 2 
BUSES 146 CARS 


2 AND 3 MEMBER 
CAR POOLS 


SINGLE DRIVER 
SPECIAL SITUATION 
OVERFLOW 


2 MEMBER 
CAR POOLS 
CAR POOL OVERFLOW 


TEMPORARY 


AT COLUMBIA PIKE IS AT LIGHT/CROSSWALK 
BETWEEN WINGS 3 AND 4 
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